GLOBAL VENDING 


QUICK-REFERENCE GUIDE 

SPRING 

Installation 

• Fit the air deflector to the back of the machine with screws provided 

• Fit the kick plate to the front of the machine with the screws provided 

• Load products in the shelves, starting with the top shelf and working from the front of the spiral 
Loading 

• Pull out each drawer after releasing the lever on the right hand guide 

• The tray will pull forward until a stop and tilt to facilitate loading 

• Fold the seal of each bagged product forward to allow free fall of the product 

• Place lighter items on the top shelves and fragile items on the lower ones 

• Ensure all spaces are filled 

• Insert the price labels supplied, insert into the locations on the front of each shelf, next to the 
selection number for the product. 

• Ensure each shelf is pushed firmly back into the machine after loading, to ensure a good 
electrical connection. 

• Park position of spiral can be changed by rotating the spiral in a clockwise direction 
Programming 

• To enter the programming mode, first pull out the top switch, located in the lower right hand 
side of the cabinet. 


Audit 

Enter programming as above display shows M>1 Statistics 

• Press E display shows M> 1.1 Statistic display 

• Press E display shows M> 1.1.1 Total sales 

• Press E Scrolls through the total sale for each item 


Pricing 


• 

Press C 

display shows P>1 

Prices 

• 

Press E 

display shows P>1.1 

Normal prices 

• 

Press E 

display shows P 1 . 1 . 1 

Set Global 

• 

Press 

display shows P>1.1.2 

Set single 

• 

Press E 

display shows P>1.1.2 

Full price 10-#### 



Enter selection number for price change 

• 

Press E 

Enter price required 


• 

Press E 

Enter selection for next price 

change 

• 

Press E 

Enter price 
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